ESEE Knives ESEE-5 Survival, Escape, Evasion Knife 

Designed By Military SERE Instructors As A Hard-Use Downed Pilot’s Survival Knife. 



•Ambidextrous Clip Plate 

(Standard On Every RC-5 Sheath) 


Adjustable Sheath Tensioner 

(Licensed from Blind Horse Knife Co.) 


Kydex Sheath w / Mounting Grommets 


•INCLUDED IN THIS PACKAGE: 

Kydex Sheath w/ Adjustable Tensioner. Clip Plate. 
Paracord and Cord Lock. Hardware: 4 ea. screws. 
4 ea. rubber washers and 4 ea. barrel nuts. Install 
Clip Plate with rubber washers between Clip Plate 
and Kydex Sheath 



TRAINING 4 EQUIPMENT GROUP 



RANDALL’S ADVENTURE® 


Sheath Hole Spacing Also 
Fits Optional MOLLE Locks 


Lanyard w/ 
Cord Lock 



Note: Our knives are made from high carbon 1095 steel. And while 1095 is a top choice for professional cutlery 
designed for hard use, it will rust and stain if not properly cared for - especially on the cutting edge and around the 
laser engraving. It is the user's responsibility to keep the blades properly lubricated and cleaned. We suggest using a 
dry film rust inhibitor on the blade. 


All of our knives are made in the USA with absolute attention to quality materials and care during the manufacturing 
process. We stand behind our knives with a 100% lifetime, unconditional guarantee. If your ESEE knife should ever 
fail we will repair or replace it. This warranty follows the knife throughout its life, anywhere in the world. 


ESEE Knives - 60 Randall Rd. - Gallant, AL 35972 - Ph: (865) 933-8436 - www.eseeknives.com 



